THIS SPACE FOR WRITING MESSAGES 


POST CARD 

> THIS SPACE FOR ADDRESS ONLY 

O 

m 

09 

■< 

r> 



PLACE 
ONE CENT 
STAMP 
HERE 







BIG SPRING, WAYNESVILLE, MO. MAXIMUM FLOW 47,000,000 GALLONS PER DAY, ON. U. S. HIGHWAY 66 
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